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Mint of the United States at Philadelphia, 
Melting and Refining Department, 


Philadelphia, 
September 22, 1884 


Mr. H.C. Hickok 
Acting Superintendent, 


Sir, 


In reply to your communication of this date, I respectfully report that the amount of Gross 
ounces of Bullion, and of Standard Gold and Standard Silver contained therein, sent to the 
Refinery during the year from 1 July 1883 to 30th June 1884 was as follows: 




















Mint at Philadelphia 
Gross Ounces Standard Gold Standard Silver 
879,090.18 135,577.21 789 425 03 
Very respectfully 
Jas. C. Booth 
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